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E.O. 11652: N/A 

TAGS: EAIR, BA 

SUBJECT: FAA AVIATION MEDICAL EXAMINERS 

REFS: (A) MANAMA A-7, MARCH 26, 1977; (B) 

MANAMA 1265 


Message Text 


FAA ACKNOWLEDGES EMB OBSERVATIONS IN REFTELS. HOWEVER 
BEFORE FAA CAN CERTIFY DR. COOK AS AN INTERNATIONAL 
MEDICAL EXAMINER QUALIFIED TO CONDUCT FLIGHT PHYSICALS 
FOR AIRMEN WHO HOLD OR DESIRE TO OBTAIN US AIRCREW 
LICENSES, IT WOULD APPRECIATE EMB INQUIRING TO LEARN 
WHETHER DR. COOK IS QUALFIED TO CONDUCT SUCH PHYSICALS. 
ALTHOUGH HE IS WELL KNOWN IN COMMUNITY AND AFFLIATED 
WITH SMELTING PLANT, FAA WOULD ALSO APPRECIATE INFORMATION 
REGARDING DR. COOK’S SCHOOLING, NATURE OF CURRENT 
PRACTICE, REPUTATION AS A MEDICAL DOCTOR, PRIOR EXPERIENCE, 

IF ANY, WITH AVIATION MEDICINE, AND SO FORTH. CHRISTOPHER 
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